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Work Order ID 59713 
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CANA A 


sas ee Ascent CARMATE, Setup sere 
Revision ID: 
Item Name: Replacement Bubble Window Stop HEIN MATL 
Start Date: 6/10/2010 Start Qty: 1.00 NN Cust Item 1D: | 
Required Date: 6/17/2010 Req'd Qty: 1.00 WAT | Customer: 
Reference: (Retin 2010)RA1 10032 
Approvals: | Process Plan: Date: Tooling: Date: Sen i LMU 
0 

ac: Date: facile OF. SPC (YIN): Date: a 
Sequence ID/ Operation Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 


Revision Nbr 


Rev N/A 


N/A 


QC5- Inspect part completeness to step on W/O 


Original B36582. Window is still in it's priginal packaging & no scratches were 


0.00 


0.00 


Sul wll Ld 


found upon instection. 


100 

ANAL 

ac Memo 
Quality Control 

110 

{ARE TA 

Thermoform Memo 


0.00 


Dy 
hie 


0.00 


**Polish off the original batch #** 
**Identify the window with the new batch #** 


Thermoforming Machine 


120 QC5- Inspect part completeness to step on W/O 0.00 

| Salil G 
QC dude) Memo 0.00 

Quality Control i h Us e| 5 CH Lol 
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Work Order ID 59713 
Thursday, June 10, 2010 7:36:00 AM 
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le PA set aT TT ae 
Revision ID: 
Item Name: Replacement Bubble Window stop MNN ENII 
Start Date: 6/10/2010 Start Qty: 1.00 ill Il lill Cust Item ID: 
Required Date: 6/17/2010 Req'd Qty: 1.00 tA A Customer: 
Reference: Return 2010 /RA110032 i 
Approvals: Process Plan: Date: Tooling: Date: Fn WL Ii I Il Ii 
0 

ac: Date: SPC (Y/N): Date: HARI 
Sequence ID/ Operation Set Up/ ToolID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
130 Identify as per dwg & Stock Location: 0.00 Q 
nm p a aeS] ATE 
Packaging : 


C21- Final Inspection - Work Order Release 


uO 


Quality Control 


Memo 


- [o hoe ke 5 


